To:  Lee,  Barbara[Lee. Barbara@epa.gov] 

Cc:  Wise,  Robert[Wise.Robert@epa.govj;  Guria,  Peter[Guria. Peter@epa.gov] 

From:  Raikar,  Amitkumar 

Sent:  Mon  8/10/2015  11:25:41  PM 

Subject:  RE:  1201-9019  - Revised  Draft  TO  Info  Subtask  11  - Gold  King  Mine  R9  ER 


Thank  you  Barbara.  I have  used  the  updated  SSID  and  sent  to  EQM  for  signature. 


Best  regards, 


Amit  Raikar 

Contracting  Officer 

U.S.  EPA  Region  9,  MTS-4-3 
75  Hawthorne  Street 
San  Francisco,  CA  94105 

Ph:  415-972-3713 
raikar.amitkumar@epa.gov 


From:  Lee,  Barbara 

Sent:  Monday,  August  10,  2015  3:02  PM 

To:  Raikar,  Amitkumar 

Cc:  Wise,  Robert;  Guria,  Peter 

Subject:  1201-9019  - Revised  Draft  TO  Info  Subtask  11  - Gold  King  Mine  R9  ER 


Hi  Amit, 


Please  see  the  attached  revised  TO  form.  The  SSID  just  got  created  and  want  to  make  sure  it’s 
recorded  against  the  right  ID. 


Thanks! 


2413379 
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Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 


Lee.barbara@epa.oov 

Office  (415)  972-3195 

Fax  (415)  947-3518 


From:  Lee,  Barbara 

Sent:  Monday,  August  10,  2015  2:53  PM 
To:  Raikar,  Amitkumar 
Cc:  Robert  Wise;  Peter  Guria 

Subject:  1201-9019  - Draft  TO  Info  Subtask  11  - Gold  King  Mine  R9  ER 


Hi  Amit, 


Attached  is  the  draft  TO  info  for  the  Gold  King  ER.  Please  let  me  know  if  you  have  any 
questions. 


Thanks! 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 

Lee.barbara@epa.gov 

Office  (415)  972-3195 

Fax  (415)  947-3518 
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